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1... Rumanian requirements for certain typea of turbo~-alternators have been 
revised upward. The new program calls for the purchase for import of 
three turbo-alternator croups of 32,000 ky. instead of one group of 
25,000 kw. 


2. Other requirements in this tyne of equipient include: 
a. 1 turbo-alternator m*toup, 2,500 kw., 6,000 volts, three-phase, 50 
cycles per second, 20 atmospheres, 250° degrees. This group will 
ba purchased for a paper mil1.. ; 


b. 1 turbo-alternator-condensor grow), 7,500 kw., 3,200 volts, three~ 
phase, 50 cycles per secormi, 32 etmospheres, 100 degrees. 


cs 1 turbo-albernator—condensor groip, 5,000 kw., 5,500 volts, three~ 
phase, 50 cycles per secori, 32 :tmospheres, 400 degrees. 


d. 1 turbo-alternator-condensor grvup, 12,000 kw., 5,500 volts, three- 
phase, 50 cycles per secomi, 32 atmospheres, 00 degrees. 
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